NORTHERN HOSPITAL
I beg to inform you that
Benj'n Ellsberry was
treated in this Hos-
pital for Fracture of the
Patella from July 16th to
Oct 17th.  The Fracture
seemed to have been
produced some time previous
to his admission - & I
am of opinion that to
use his limb in that state
would be grossly improper.
Oct. 28th  1854
[ W B Wall?]





I certify that William B Wall
is house surgeon at the Liverpool
Fathers Hospital and that the signature
WB Wall subscribed to the note
& writing on the reverse is the
signature of such house surgeon.
Given and of my hand
and seal this 20 Oct  1854
Nath'l Hawthorne.


